Work Order ID 103713 


June-25-13 
11:20:25 AM 
*1n~71~* 
Page 1 


Item In: 
D4367-1 


Revision ID: 


Item Name: 
Bar 


Accept 
Setup 
Start 
.,*N~ 1* 


Stop *N~?* 


Start Date: 
6/25/13 


Required 
Date: 6/25/13 


Start Qty: 
4.00 


Req'd Qty: 4.00 
*4* 
*4* 


Cust Item ID: 


Customer: 


Memo 


pull from stk: 
4 x D4367-1 
8103112 
scrap/destroy 
- too short 


Sequence ID/ 
Work Center ill 
I DrawNbr 


D4367 


105 


*NR1* 
*NR?* 


Stop 


__ 
IJ -Db ~5 
l11,4c 


Run 
Start 
Date: 
_ 


0.00 


0.00 


SPC(Y/N):.:fS:. 
, 
- 
Date: 
Set Upl 
. 
Tool ill 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
I 
Run Hours 
Code 
Qty 
Qty 
Number 
Stamp 
----------------------------- 


Tooling: 


Date: 


nate: 
_ 


Operation 
Description 


Revision Nbr 


A 


scrap - too short 


Pr"," 
Plan:~_~ 
__ 


QC: 
. 


*1 nt:;* 
Large Fab 


Large Fab 


Reference: 


Approvals: 


150 
*1t:;n* 
QC 


QC21- Final Inspection 
- Work Order Release 


Memo 


0.00 


0.00 


Quality Control 


\ 


\ 
I 


Picklist Print 
June-25-13 ]]:20:25 AM 


Work Order ID: 
103713 


Parent Item: 
D4367-1 


Parent Item Name: 
Bar 


Start Date: 6/25/13 


Start Qty: 4.00 


Page 1 


~ 
Required Date: 6/25113 


Required Qty: 4.00 


Comments: 
IPP REV:A 
11.04.12 NEW ISSUE DD VERF:EC 


103112 


Loc Code 


Status 
Date 
Issued 
Qty 
Issued 


4 


Qty per Kit 
Total 
Qty 


2.0000 


Qty on 
Hand 


Each 


Unit of 
Measure 


t:~ 
2 


2 


Route 
Seq ID 
Last 
Location 
Primary 
Location 


Location 


FG 


Bin 
Item 


No 
Manufactured 


Mfgl 
Purch 
Replacement 
ltemID 


D4367-1 


Bar 


Component Item IDI 
Item Name 


